top-qual 


General Electric Regent 
gives you more all-round 
value per dollar invested 
in an island-table 
installation 


N EWV GE bilateral tube hanger 
adds another dimension to Regent radiography! 
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brightest room light. 


jewing prs 
mary rays automatically con ie ined 
to flucroscopic-screen aroa 


Pluoroscopic satery 
ponels close toble slot when Bucky 
is parked at either end 


Chick signal ‘ells correct align 
ment when centering tube hanger 
to table's long oxis 


